A.  To start with, the conditions changed from
my shift to his shift, it was a period of at
least eight hours, that the top conditions is
subject to change in minutes.  At the time I
left the top was safe enough for even equipment
to run through it.  The danger board was put
there after I left and by the time I got there
the top had fallen in.  So to answer your
question truthfully I can't.

Q.  Well, I think what you're talking about is
on the 28th,

A.  Yes, sir.

Q.  Now, on the 27th, was there anything that you
asked him to do or which your plan required which
would have been in your opinion unsafe for them
to have done at that time?

A.  No, sir.  There was no danger board; the top
hadn't started to fall.  They took the unitrack
and hauled cribs all the way through this work
site, but just set them improperly.

Mr. Blankenship identified exhibits R-8 through R-12
as records which he maintained on Mr. Gravely, and they
include references to an incident on March 12, 1982, his
suspension of March 16 and 17, 1982, his failure to work on
May 29, 1982, his suspension of June 2-4, 1982 for his
failure to work, the pump incidents of July 27 and 30, 1982
(Tr. 310-318).

Mr. Blankenship reviewed the actions shown on the
records in question and stated that he personally informed
Mr. Gravely of the first suspension, that he approved of
the second one and that Mr. Ward informed Mr. Gravely of
this.  Mr. Blankenship also stated that he personally
discussed the pumps with him (Tr. 314, 318).

With regard to Mr. Gravely1 s failure to timber the fall
area as instructed, Mr. Blankenship stated as follows
(Tr. 316-317) :

Q,  Now, you did not take any action or
give any reprimand or discipline as a result
of this event that took place, did you?

A.  No, sir.  I did talk to Mr. Gravely about
this.  I explained to him that there was a time

8iit was possible to approach
